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ON REQUEST: 199 
SMOKING STUDIES 

from com p letely reliable sources 


Because it is good scientific practice to rely on work 
done by others, provided the source of the investigation 
is recognized as competent and authoritative . . . we 
shall be happy to send you, upon request, reprints of 
papers published* on the influence of hygroscopic 
agents on irritation from cigarette smoke. 


PHILIP MORRIS 

Philip Morris & Co. Ltd., Inc. 

119 Fifth Avenue, N. Y. 
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